To:  Husby,  Peter[Husby.Peter@epa.gov] 

From:  James,  Duane 

Sent:  Sun  8/16/2015  4:06:39  PM 

Subject:  Re:  Gold  King  Mine  - Mobile  Lab 

There  is  the  cost  for  Superfund  to  pick  up  and  return  it,  including  all  gas/maintenance.  However, 
since  it's  being  used,  the  lab  can't  use  it  so  there's  a cost  — more  like  a rental/leasing  rate.  Let's 
think  about  it. 


Sent  from  my  iPhone 

On  Aug  15,  2015,  at  11:01  PM,  Husby,  Peter  <Husbv.Peter@epa.gov>  wrote: 


Duane, 


I don’t  really  have  any  idea  what  to  say  to  this  request.  The  mobe  and  demobe  I assume 
will  be  superfund’s  contractor  and  I don’t  believe  there  will  be  a cost  to  its  daily  activities, 
since  I am  not  sure  what  that  will  be.  I don’t  think  it  has  a cost. 


Any  ideas? 


Peter 


From:  Meltzer,  Kathy 

Sent:  Saturday,  August  15,  2015  6:32  PM 

To:  Husby,  Peter 

Subject:  Gold  King  Mine  - Mobile  Lab 


Hi  Peter, 


I’m  the  FSC  for  the  GKM  response.  Do  you  have  a daily  estimated  cost  for  the  mobile  lab? 


2412255 


ED  000552E  00009512-00001 


Please  include  mobe  and  demobe  in  your  estimate. 


Thanks, 

Kathy 


Katherine  Meltzer 

Lead  Region  Coordinator  (Management) 

U.S.  Environmental  Protection  Agency 
Region  9 

75  Hawthorne  Street 
San  Francisco,  CA  94105 
415-972-3714  (Desk) 

415-470-3099  (Mobile) 

meltzer.kathy@epa.gov 
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